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IX. ExtraS of & Letter from tfr. Brook Taylor, 
F, R. Sv to Sir Hans Stoaa, dated 25. Jiine 5 
1714. Giving an Account of fornix Experiment* 
relating to, Magnetifm 

AFter having giver* an? Account of an Experi- 
ment made with the large Magnet in the Re- 
pofitory of the Royal Society, ( which Experiment is< 
defcribed in Philofopb. TranptthNo* 344. Article 4.) 
The Letter goes on with the fame Subject as follows., 
— If it were known what point within the Stone, and 
what point in; the Needle are the Centers of the 
Magneticai power, it would be eafy ta find the true 
powers of the Magnet at all the diftances obferved*. 
For want of that Knowledge, I have computed the 
Forces from the Center of the - Needle, and'fhe Ex- 
tremity of the Loadftone, and find, that at the dis- 
tance of nine Feet, the Power alters fafter, than as, 
the Cubes of the diftances^ whereas at the diftances 
of one and two Feet, the Power alters nearly as 
their Squares. To try whether the Law, by which 
the Magnetifm alters, could be reduced at all dif- 
tances to anyone certain power of thofe diftances, I 
fought thofe points in the Needle and Stone, which 
Being ufed* as the Centers of the power, might have 
that property. But in that cafe, I found the Center 
of the Stone muft be carried quite out of its Figure, to 
make the diftances large enough for this purpofe*, 
From, whence It feems to appear, that the power of 
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Magnetifm does not alter according to any particular 
power of the diftances, bat decreafes much fader in 
the greater diftances, than it does in the near 
ones. 

This feeras to-be confirmed by other Experiments 
I made. The firft Experiment was thus y I made a 
Needle -l~ of an Inch long, of very line Steel-wire 
(a Foot length of which weighed but a Grain; which 
1 lengthened by flicking a light piece of Rufh to it, 
fo that 1 could obferve the Diredion of the Needle 
in all the trials with & Radius of two Inches* Inftead 
of a Magnet I ufed. a touch' d Needle of Steel-wire, 
which I let on a perpendicular to the Horizontal 
Plane I made the Obfervations on„ by means of a 
Frame I made to tranfport it from one placeto another ^ 
the North end of the Needle being placed down- 
wards, and made a little fharp, that it might mark 
the Paper it was fet upon in every pofition, by pref- 
fing the top of. the Needle gently with, the Finger. 
The Obfervations were made in this manner - 5 after- 
having taken notice of the natural diredion of the* 
fmall Compafs Needle, I brought the perpendicular 
Needle as near to it as I conveniently couid, fetting 
it in fuch a manner, that a Line from the upright 
Needle to the Center of the Compafs might be per- 
pendicular to the Compafs Needle. Then obferving 
the fame caution (which was convenient to make the 
Center of the Compafs ferve fufficiently well to be 
efteem'd its Center of Power) I placed the upright 
Needle at feveral greater diftances, every time mark- 
ing the place in the manner already defcribed^nd ob- 
ferving the Variation of the Compafs. By this means 
I got a Curve pretty regularly and fairly drawn 
by points on the paper. And by examining this- 

Curare' 



( io6 ) 

Curve, compared with the Variations of the 
Compafs correfponding to its refpedive points, I 
found that the Magnetical power decreafed fafter at 
the greater diftances than at the nearer. It is of Jit- 
tie ufe to be very particular in the account of the 
feveral Obfervations. I fhall only take notice, that at 
about two Inches and a quarter diftance, the Force 
did not alter fo faft as the Squares, and at ten Inches 
diftance ("where the Variation was one degree only) 
it alter'd fafter than the Cubes, the Index of the Pow- 
er being about 37. The Needle of the Compafs was 
fo fliort, that to fuppofe its Center of Force to be ei- 
ther in the middle or at the extremity of it, would 
not alter the Index of the Powers of the diftances ^ 

of an Unite. 

1 made another Experiment to the fame purpofe, 
with a Compafs Needle made of a flight piece of 
Straw, with a fmall piece of Steel-wire faften'd to 
one end of it, which was always kept in the fame 
pofition, being balanced between two perpendicular 
Needles, one of which was moveable, and the o- 
ther fix'd. The Event was much the fame as in 
the former Experiment. 

Endeavouring to find the true Poles, or Centers 
of the magnetical Power in touch'd Needles, I made 
a Needle of two Inches long, of the fine Steel-wire, 
which I touch'd with the South point of a fmall 
capt Loadftone, applying the point of the Cap only 
to the Extremity of the Needle, without drawing it 
along. The Needle fo touch'd, being laid gently 
on the Surface of a ftagnant Water, floated. I then 
applied to it fucceflively the two ends of a touch'd 
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Needle, as near as I could, without letting the 
Needles touch. The refult was, that the floating 
Needle refted under the refpe&ive Poles of the o- 
ther Needle mark'd 
with the fmall Letters N j* yi s 

s, n, s. So that by ' ' l— ; 

one Touch with the N j . N S 
Loadftone, which gave *~ i - i -> I 
the Needle a North- H r N jr. N 
pole . at N", where it ' ' l { l 

was touched, it acquired N jr N j? rr S 
three other Poles, j, 

», ^ which we may not N ^ n S ^ ^ flj 
therefore improperly 

call its consequential Poles. Having difcover'd thefe 
confequential Poles, I made fome other Experiments 
+o difcover more of the Nature of them, as they are 
defcrib'd in the Scheme annexed. The Needles were 
all of them two Inches long,made of the fame fine Steel- 
wire, and the Letters N 9 or n 9 and 5, or j, denote 
the Charader of North or South belonging to the 
points mark'd •, the great Letters fignifying the points 
the Loadftone was applied to, and the fmall Letters 
fhewing the confequential Poles. 

There are two other Experiments defer ibed in the 
fame Letter, relating to the Attraction <of Fluids, 
one of which (viss.- that of the Hyperbola^ made by 
the Surface of the Water between two Glafs-planesJ 
being already defcribed in thefe TranfaBions (No. 
556.) we ihalLonly tranferibe the Account given 
of the other. 

I took feveral very thin pieces of FiVboatfd, and 
having hung them fucceffively in a convenient man- 
ner to a nice pair of Scales, I tried what Weight 



( 208 ) 

was necefTary, (over and above their own, after 
they had been well foak'd in Water) tofeparate them 
at once from the Surface of ftagnating Water. I 
found 50 Grains to feparate a Surface of one Inch 
fquare j and the Weight in every trial being exadly 
proportional to the Surface, I was encourag'dto think 
tfie Experiment well made* The diftance of the 
under Surface of the Board from the Surface of the 
ftagnating Water, at the time they feparated, I found 
to be T 44 of an Inch ; though I believe it would be 
foundgreater, if it could be meafured at a greater dif- 
tance from the Edge of the Board, than I could do 
it, the Water rifing a little before ft came quite un- 
der the Edge of the Board. 
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